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INTRODUCTION 



In honour of our 50th Anniversary, Grundig commissioned this special Classic 960 
Anniversary Edition radio: a replica of the original 1950's best selling radio, the 
Classic 960, known throughout the world for its fine styling and superb audio 
quality. 

The design and styling for the Anniversary Edition are taken form the original. The 
cabinet is all wood, finely polished with hand painted trim. The speaker cloth is a 
remake of the original fabric. All decals are made of brass, right down to the trim 
rings and knobs. 

The radio tuner and speakers were selected to give you the very best in technology 
and audio fidelity. WE are so sure that you will be pleased with the Anniversary 
Edition that we provide you with an unprecedented 1-year parts/labour warranty. 
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Thank you for purchasing the Grundig Classic 960 Anniversary Edition AM/FM 
shortwave Radio. This radio has been designed and manufactured to high quality 
standards, and will provide reliable operation for many years. Please carefully read 
the Owner's Operation Manual in order to take advantage of the many interesting 
features that will provide listening to radio broadcasts around the world. 
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CLASSIC 960 MUSICAL INSTRUMENT 

The Classic 960 is an AM /FM shortwave table radio. The receiver is housed I a 
smoothly styled wooden cabinet. 

With the built-in tone controls you will be able to regulate the sound to suit your 
personal taste. 

A few minutes spent reading carefully the instructions given in this booklet before 
turning on the receiver, will reward you with many hours of pleasant listening. 

ON AND OFF OPERATION 

The set is put into operation by simply turning the volume knob on. Twist slightly to 
the right until you hear a click. To shut the radio off, turn the volume knob counter 
clockwise until you hear a click. 

STATION SELECTION 

Choose the desired band, AM , FM or SW by pushing one of the selection buttons. 
After selecting a band, tune-in stations using the tuning knob. 

VOLUME CONTROL 

The volume can be adjusted with the large left-hand knob. Turn slowly clockwise to 
increase the volume, and counter clockwise to decrease it. 



BAND SELECTION 

The selection of the proper band is accomplished by pushing the push buttons as 
indicated on the dial scale. 



Aux = Auxiliary 

FM = FM Band 

SW2 = Shortwave 

SW1 = Shortwave 

MW =AmBand 



87.5 to 108 MHz 
11.5 to 22 MHz 
4.5 to 12.5 MHz 
530 to 1710 KHz 



OPERATION GUIDE 



TONE CONTROL 

The tone of the receiver can be adjusted using the smaller knobs on the left and 
right of the set. The knob on the left is for treble control. The knob on the right is 
for bass control. 

ANTENNA CONNECTIONS 

In most metropolitan locations, the built-in antenna, combined with the high 
sensitivity of this receiver, should give excellent reception. 

AM receptors: A built-in ferrite bar antenna is used. Since the antenna is 
directional, rotate the set horizontally for optimum reception, if necessary. 

FM reception: Extend the attached AC power cord so that FM sensitivity will be 
increased, as the power cord has the function of an FM antenna. 



SW and FM reception for difficult areas: 

In a steel frame building, a mountainous area or at a long distance from a 
transmitter, reception may be unsatisfactory. In that case, a commercially available 
external antenna can be connected to the EXIT ANT terminals at the rear as 
illustrated. 



For shortwave, a socket is on the back of the radio for the supplied auxiliary 
antenna. The antenna is housed in a black plastic container and when fully 
unrolled, is about 20 feet long. Always fully unroll for best results. 
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GETTING THE BEST SHORTWAVE RESULTS WITH 
YOUR GRUNDIG CLASSIC 960 

Listening to shortwave stations on the Grundig Classic 960 is done just like it was 
back in the 1950's. Best results are in very late afternoon and at night with a long- 
wire antenna attached to the back of the radio. With this your Classic 960 will 
bring the world into your home! Some stations will be strong, others will fade in 
and out with an almost eerie sense to them. This is all part of the mystique of 
shortwave radio. 

FINE TUNING SHORTWAVE STATIONS 

Please be sure to read the materials that come with your Classic 960 to learn 
about shortwave bands, the best time for listening, etc. To get the best results 
when actually tuning in a station, please do the following. 

This style shortwave tuner requires that you develop a "feel" for fine-tuning a 
station. On shortwave this is much more critical than on AM /FM. To do this, turn 
the tuning knob very, very slowly and deliberately. 

Sometimes when trying to "capture" a station, you will zip right buy it and have to 
back up and try to fine-tune it again. This is normal. Don't get discouraged, simply 
back up and try again. You will develop a feel for doing this a few times. 

FOR CD CONNECTION 

Special auxiliary inputs are provided for use with a CD player, tape, records orVCR. 
Connection requires standard RCA connectors when using inputs. 

ATTACHING THE EXTERNAL ANTENNA 

An auxiliary shortwave is supplied with your Grundig Classic 960 it is housed in a 
black plastic container and, when fully unrolled is about 20 feet long. Always fully 
unroll it for best results. 

1. Fully unroll the supplied shortwave antenna. 

2. Plug it into the special shortwave antenna socket in the back of the radio. 

3. Run the antenna wire as high off the floor as possible, back and forth across a 
window. Use the string clip, attached to the antenna's back plastic container, to 
hang the end of the antenna to a high point. Do not connect external antenna 
to an outside antenna. 



TECHNICAL DETAILS 

Power Requirements: 
Power Output: 
Tuning Ranges: 



Antenna: 



Dimensions: 
Weight: 
Cabinet: 
Speaker: 



20Vor, 60Hz 

7.3W (at 10% harmonic distortion) 

FM 88-108MHZ 

AM 530-1710KHZ 

SW4.5-22MHZ 

Built-in ferrite bar antenna 

External antenna terminal 

15.25" L x 11.25" H x 6.5" D 

4.2KGS 

Polished wooden cabinet with hand painted trim 
130mm 16 Q. 10W - 1 and 66mm 8 Q. 0.1W 



PRECAUTIONS 

• Operate the set only on 120V or 60Hz 

• The nameplate including voltage, power consumption, etc. is located on the rear 
exterior. 

• Unplug the set from wall outlet when it is not being used for an extended period 
of time. To disconnect the cord, put it out by grasping the plug. Never pull it by 
the cord. 

• Do not install the set in a location near heat sources such as radiators or air 
ducts, or in a place subject to direct sunlight, excessive dust, mechanical 
vibration, or shock. 

• Allow adequate air circulation to prevent internal heat build-up. Do not place the 
set on surfaces (rugs, blankets, etc.) or near materials (curtains, draperies) that 
may black the ventilation holes. 

• Should liquid or solid object fall into the set, unplug the set and have the set 
checked by qualified personnel before operating it any further. 

• When the wooden cabinet becomes soiled, clean it with a soft cloth dampened 
with a mild reputable furniture polish. Never use abrasive cleaners or chemical 
solvents, as they may mar the cabinet. 

• When an external antenna is used, disconnect it form the antenna terminals of 
the set during a lightning storm, unless the installation incorporates a suitable 
lightning resistor. 



WARNING 



WARNING: 



TO PREVENT FIRE OR SHOCK HAZARD. DO NOT 
EXPOSE THE UNITTO RAIN OR MOISTURE. 



A 



CAUTION 



RISK OF ELECTRICAL SHOCK 
DO NOT OPEN 



A 



WARNING: TO REDUCE THE RISK OF ELECTRIC SHOCK. DO NOT REMOVE 
COVER (OR BACK). NO USER SERVICEABLE PARTS INSIDE. 
REFER SERVICING TO QUALIFIED SERVICE PERSONNEL. 
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This symbol is intended to alert the user to the presence of uninsulated 
" Dangerous Voltage" within this product's enclosure. That may be of 
sufficient magnitude to constitute a risk at electronic shock to persons. 



A 



This symbol is inserted to alert the user of the presence of important 
operating and maintenance (servicing) instructions in the literature 
accompanying the appliance. 



WARNING:TO PREVENT ELECTRIC SHOCK,DO NOT USE THIS POLARIZED AC 
PLUG WITH AN EXTENSION CORD, RECEPTACLE OR OTHER OUTLET UNLESS 
THE BLADES CAN BE FULLY INSERTED TO PREVENT BLADE EXPOSURE. 



WARNING: TO PREVENT ELECTRIC SHOCK, MATCH WIDE, BLADE OF PLUG TO 
WIDE SLOT, FULLY INSERT. 



IMPORTANT SAFEGUARDS 



IMPORTANT SAFEGUARDS 
FOR AUDIO PRODUCTS 

PLEASE READ CAREFULLY ALL THE FOLLOWING IM PORTANT SAFEGUARDS THAT 
ARE APPLICABLE TO YOUR EQUIPMENT 

1. Read Instructions- All the safety and operating instructions should be read 
before the product is operated. 

2. Retain Instructions- The safety and operating instructions should be retained 
for future reference. 

3. Heed Warnings- All warnings on the product and in 
the operating instructions should be adhered to. 

4. Follow Instructions- All operating and use 
instructions should be followed. 

5. Water and Moisture- The product should not be 
used near water - for example, near a bathtub, wash- 
bowl, kitchen sink, laundry tub, in a wet basement, or near a swimming pool 
and the like. 

6. Carts and Stands- The product should be used only if a cart or stand is 
recommended by the manufactures. 

6a. A product and cart combination should be moved with care. Quick stops, 
excessive force, and uneven surfaces may cause the product and cart 
combination to overturn. 

7. Wall or Ceiling Mounting- The product should be mounted on a wall or ceil- 
ing only when and as recommended by the manufacturer. 

8. Ventilation- The product should not be situated so that its location or position 
does not interfere with its proper ventilation. For example, the product should 
not be situated on a bed, sofa, rug, or similar surface that may block the 
ventilation opening: or, placed in a built-in installation, such as a bookcase or 
cabinet that may impede the floe of air through the ventilation openings. 

9. Heat- The product should be situated away from heat sources such as radiators, 
heat registers, stoves or other products that produce heat. If placed near an 
amplifier, check with manufacturer for applicability. 

10. Power Sources- The product should be connected to a power supply only of 
the type described in the operation instructions or as marked on the product. 

11. Grounding or Polarization- Precautions should be taken so that the 
grounding or polarization means of a product is not defeated. 
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IMPORTANT SAFEGUARDS 



12. Power Cord Protection- Power-supply cords should be routed so that they 
are not likely to be walked on or pinched by items placed upon or against 
them, paying particular attention to cords at plugs, convenience receptacles, 
and the point where they exit from the product. 

13. Cleaning- The product should be cleaned only as recommended by the 
manufacturer. 

14. Power Lines- An outdoor antenna should be located away from power lines. 

15. Nonuse Periods- The power cord of the product be unplugged from the 
outlet when left unused for a long time. 

16. Object and Liquid Entry- Care should be taken so that the objects do not 
fall and liquids are not spilled into the enclosure through openings. 

17. Outdoor Antenna Grounding- If an outside antenna is connected to the 
receiver, be sure the antenna system is grounded so far as to provide some 
protection against voltage surges and built up static charges. Article 810 of the 
National Electric Code, ANSI/NFPA 70, provides information with regard to 
proper grounding of the mast and supporting structure, grounding of the 
lead-in wire to an antenna discharge unit, size of grounding conductors, 
location of antenna discharge unit, connection to grounding electrodes, and 
requirements for the grounding electrode. See figure 1. 



ANTENNA LEAD IN WIRE 



ANTENNA DISCHARGE UNIT 
(NEC SECTION 810-20) 

GROUNDING CONDUCTORS 
(NED SECTION 810-21) 

GROUND CLAMPS 

POWER SERVICE GROUNDING 
ELECTRODE SYSTEM 
(N EC ART 250, PART H) 
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IMPORTANT SAFEGUARDS 



18. Damage Requiring Service- The product should be serviced by a qualified 
service personnel when: 

a) The power-supply cord of the plug has been damaged; or 

b) Object have fallen, or liquid has been spilled into the product; or 

c) The product has been exposed to rain; or 

d) The product does not appear to operate normally or exhibits a marked 
change in performance; or 

e) The appliance has been dropped, or the enclosure damaged. 

NOTE TO CATV SYSTEM INSTALLER 

This reminder is provided to call the CATV system installer's attention to Article 
820-22 of the NEC that provides guidelines for proper grounding and, in particular, 
specifies that the cable ground shall be connected to the grounding system of the 
building, as close to the point of cable entry as practical. 
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SERVICE INFORMATION 



You may contact GRUNDIG Service Department for additional information or 
assistance by calling 1(800) 872-2228 in the U.S.A. or 1(800) 673-1648 in 
Canada. M onday through Friday, 8:30 a..m. - 4:00 p.m. (PST) except on 
holidays. 

Should you want to return your unit for service, pack the receiver carefully using 
the original carton or other suitable container. Write your return address clearly 
on the shipping carton and on an enclosed cover letter describing the service 
required, symptoms or problems. Also, include your daytime telephone number 
and a copy of your proof of purchase. The receiver will be serviced under the 
terms of the GRUNDIG Limited Warranty and returned to you. Call for a Return 
Authorization prior to shipping your unit. 



ONE YEAR LIMITED WARRANTY 



GRUNDIG warrants to the original purchaser this product shall be free from 
defects in material or workmanship for one year from the date of original 
purchase. 

During the warranty period GRUNDIG or an authorized GRUNDIG service facility 
will provide, free of charge, both parts and labour necessary to correct defects in 
material and workmanship. At their option, GRUNDIG may replace a defective 
unit. 

(1) Complete and send in the Warranty Registration Card within ten (10) days 
of purchase. 

(2) Call Lextronix or the nearest authorized service facility, as soon as possible 
after discovery of a possible defect. Have ready 

(a) the model and serial number. 

(b) the identity of the seller and the approximate date of purchase. 

(c) a detailed description of the problem, including details on the electrical 
connection to associated equipment and the list of such equipment. 
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ONE YEAR LIMITED WARRANTY 



(3) Lextronix will issue a Return Authorization number and the address to which 
the unit can be shipped. Ship the unit in its original container or equivalent, 
fully insured and shipping charges prepaid. 

Correct maintenance, repair, and use are important to obtain proper performance 
from this product. Therefore carefully read the Instruction Manual. This warranty 
does not apply to any defect that GRUNDIG determines is due to: 

(1) Improper maintenance or repair, including the installation of parts or accessories 
that do not conform to the quality and specification of the original parts. 

(2) Misuse, abuse, neglect or improper installation. 

(3) Accidental or intentional damage. 

(4) Battery leakage. 

All implied warranties, if any, including warranties of merchantability and fitness 
for a particular purpose, terminate one (1) year from the date of the original 
purchase. 

The foregoing constitutes GRUNDIG's entire obligation with respect to this 
product, and the original purchaser shall have no other remedy and no claim 
for incidental or consequential damages, losses, or expenses. Some states do 
not allow limitations on how long an implied warranty lasts or do not allow the 
exclusions or limitation of incidental or consequential damages, so the above 
limitation and exclusion may not apply to you. 

This warranty may give you specific legal rights and you may also have other rights 
which vary from country to country, and jurisdictions therein. 

For further information contact: 

Authorized Grundig Store 

Visit us online at www.agasradio.com 
Email: agsradio@agsradio.com 
Toll Free: 1-866-282-4801 



